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Characteristic 

Doosan tool monitoring system 


• (Definition) 

-The function for monitoring the overload in tool. 



• &A|| ^ § (Description) 

-This function checks the spindle and each axis load in real time for detect the tool's 
wear or breakage. It protect the danger of tool and holder. 
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